Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


LIMITED OFFICIAL USE 

PAGE 01 CAIRO 11474 241720Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

041217 242333Z/62 

R 241717Z APR 78 
FM AMEMBASSY CAIRO 
TO AMCONSUL CASABLANCA 
INFO AMEMBASSY NAIROBI 
SECSTATE WASHDC 8333 


Message Text 


LIMITED OFFICIAL USE CAIRO 11474 

CASABLANCA FOR RTC; DEPT FOR A/SY/OPS/T, A/SY/OPS/FO 
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E.O. 11652: N/A 
TAGS: ASEC 

SUB J : PORTABLE VHF ALARM SYSTEM 

1 . RSO VERY CONCERNED WITH LACK OF ALARM SYSTEM 
IN PRESENT AMBASSADORIAL RESIDENCE. RSO UNDER- 
STANDS RELUCTANCE OF SY TO INSTALL FULL ALARM 
SYSTEM IN PRESENT RESIDENCE; HOWEVER, RSO ADVISED 
THAT SY NOW HAS A VHF PORTABLE ALARM SYSTEM IN 
CURRENT TECHNICAL SECURITY INVENTORY. 

2. THIS SYSTEM INSTALLED IN PRESENT RESIDENCE 
WOULD LEND ITSELF TO BEING EASILY REMOVED WHEN 
RELOCATION OCCURS AND WOULD BE READILY AVAILABLE 
TO ALARM TEMPORARY QUARTERS UTILIZED BY AMBASSADOR 
ON TRIPS OUTSIDE OF CAIRO. 

3. IF RTC/CASABLANCA HAS SUCH A DEVICE IN STOCK. 

RSO REQUESTS ONE BE FORWARDED TO THIS LOCATION. 

IF NOT IN STOCK AT RTC, PLEASE REQUEST SUCH FROM 
A/SY/OPS/T. THANK YOU. FTT.TS 
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